Mr.   Shade agreed that the roof control plan permits
someone to go under unsupported roof to install temporary
supports,  and after the first row of jacks are installed,  the
roof  is no  longer unsupported,  and a person may then go  5-1/2
feet inby the last support to install  the next one   (Tr.   153) ,
He  further explained the violation,   as  follows   (Tr.   154) ;

Q.       So the man who set the center  jack was in
violation of the plan?

A.      Yes, he was.

Q.  Because he was beyond five and a half feet?

A.  Because he set that in the center of the entry.
If he would have started with five and three, it
wouldn't have been in violation; but he started in
the center, which didn't put him within five feet of
a rib or another jack.

Q.   If the two men setting No. 4 and No. 6 jack,
what you call No. 4 and No. 6 jack, were within five
and a half feet of the last row of bolts, there was
no violation?

A.  Well, then they set both of these jacks, you
sent more people in that is necessary and you cannot
do this.

In response to further questions, Mr. Shade testified
as follows (Tr. 160-163):

Q.  Mr. Shade, now, you testified that the first
jack you actually observed being installed was .
jack No. 2 on Drawing No. 2 and'then you next
observed that two miners were going to install
jacks No. 4 and 6.

Now, how do you know that? What specifically
did you see them do that led you to conclude that
they were going to install jacks 4 and 6?

A.  I saw them going in there.

Q.  With what did they have with them?

A.  Two jacks.  Each had a jack.  They started to
install them. They had them up in the roof and
they pulled the jack and came back out.
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